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1011 TRISTAR 


LENGTH: 178 Ft. 8 In. HEIGHT: 55 Ft. 4 In. 
WING SPAN: 155 Ft.4 In. CABIN WIDTH: 19 Ft. 7 In. 


POWERED BY 3 ROLLS-ROYCE RB 211 ENGINES 
EACH WITH 42,000 LBS. OF THRUST 
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